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Message Text 


UNCLASSIFIED 

PAGE 01 RANGOO 01580 120851Z 

20 

ACTION FBOE-OO 

INFO OCT-01 EA-10 ISO-OO A-01 /012W 

012665 

R 120821Z JUN 75 
FM AMEMBASSY RANGOON 
TO SECSTATE WASHDC 9727 

UNCLAS RANGOON 1580 

FOR SWAN, IVIE FROM O'GRADY 

E.O. 11652: N/A 
TAGS: ABLD BM 

SUBJ: MINOR IMPROVEMENT GOP 06331 

DUE TO TWO RECENT SERIOUS AND DANGEROUS BREAKDOWNS OF MAIN 
ELECTRICAL SUPPLY TO GOP 06331 (WASHINGTON PARK COMPOUND), ONE 
DUE SEVERE OVERLOAD AND THE OTHER DUE STORM DAMAGE OVERHEAD WIRES, 
AM PREPARING PROPOSAL INSTALL IMPROVED ELECTRICAL SUPPLY SYSTEM 
BY UNDERGROUND DISTRIBUTION. THIS PROJECT WAS NOT INCLUDED ON 
FY-76/77 BUDGET PROPOSAL DUE FACT ERROR IN EXTENSION OF MATERIAL 
ITEM COSTS PLACED TOTAL COST ABOVE MINOR IMPROVEMENT LIMIT. 
CORRECTED FIGURES INDICATE FULL COSTING (INCLUDING TECHNICAL 
SERVICES CONSULTING FIRM) WILL BE WELL WITHIN LIMITATION. PENDING 
RECEIPT OF PROPOSAL (WHICH WILL BE FORWARDED ASAP), REQUEST YOU 
TENTATIVELY RESERVE DOLS THIRTY FIVE TO FORTY THOUSAND OF FY-76 
FUNDS FOR THIS WORK. 

OSBORN 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975RANG0001580 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750204-1109 
From: RANGOON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750656/aaaabzgy.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 DEC 2002 by PhilliR0>; APPROVED <1 1 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MINOR IMPROVEMENT GOP 06331 DUE TO TWO RECENT SERIOUS AND DANGEROUS BREAKDOWNS OF MAIN 
TAGS: ABLD, BM 
To: STATE 
Type: TE 
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